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We identified seasonal human coronaviruses, influenza 
viruses and rhinoviruses in exhaled breath and coughs of chil- 
dren and adults with acute respiratory illness. Surgical face 
masks significantly reduced detection of influenza virus RNA 
in respiratory droplets and coronavirus RNA in aerosols, with 
a trend toward reduced detection of coronavirus RNA in respi- 
ratory droplets. Our results indicate that surgical face masks 
could prevent transmission of human coronaviruses and influ- 
enza viruses from symptomatic individuals. 

Respiratory virus infections cause a broad and overlapping spec- 
trum of symptoms collectively referred to as acute respiratory virus 
illnesses (ARIs) or more commonly the ‘common cold: Although 
mostly mild, these ARIs can sometimes cause severe disease and 
death'. These viruses spread between humans through direct or 
indirect contact, respiratory droplets (including larger droplets that 
fall rapidly near the source as well as coarse aerosols with aerody- 
namic diameter >5um) and fine-particle aerosols (droplets and 
droplet nuclei with aerodynamic diameter <5um)**. Although 
hand hygiene and use of face masks, primarily targeting contact and 
respiratory droplet transmission, have been suggested as important 
mitigation strategies against influenza virus transmission’, little is 
known about the relative importance of these modes in the trans- 
mission of other common respiratory viruses^". Uncertainties 
similarly apply to the modes of transmission of COVID-19 (refs. ^"). 

Some health authorities recommend that masks be worn by 
ill individuals to prevent onward transmission (source control". 
Surgical face masks were originally introduced to protect patients 
from wound infection and contamination from surgeons (the 
wearer) during surgical procedures, and were later adopted to 
protect healthcare workers against acquiring infection from their 
patients. However, most of the existing evidence on the filtering effi- 
cacy of face masks and respirators comes from in vitro experiments 
with nonbiological particles", which may not be generalizable to 
infectious respiratory virus droplets. There is little information on 
the efficacy of face masks in filtering respiratory viruses and reduc- 
ing viral release from an individual with respiratory infections", and 
most research has focused on influenza "^". 

Here we aimed to explore the importance of respiratory droplet 
and aerosol routes of transmission with a particular focus on coro- 
naviruses, influenza viruses and rhinoviruses, by quantifying the 
amount of respiratory virus in exhaled breath of participants with 


medically attended ARIs and determining the potential efficacy of 
surgical face masks to prevent respiratory virus transmission. 


Results 

We screened 3,363 individuals in two study phases, ultimately 
enrolling 246 individuals who provided exhaled breath samples 
(Extended Data Fig. 1). Among these 246 participants, 122 (5096) 
participants were randomized to not wearing a face mask during 
the first exhaled breath collection and 124 (5096) participants were 
randomized to wearing a face mask. Overall, 49 (2096) voluntarily 
provided a second exhaled breath collection of the alternate type. 

Infections by at least one respiratory virus were confirmed by 
reverse transcription PCR (RT-PCR) in 123 of 246 (50%) partici- 
pants. Of these 123 participants, 111 (9096) were infected by human 
(seasonal) coronavirus (n= 17), influenza virus (n — 43) or rhinovi- 
rus (n= 54) (Extended Data Figs. 1 and 2), including one participant 
co-infected by both coronavirus and influenza virus and another 
two participants co-infected by both rhinovirus and influenza virus. 
These 111 participants were the focus of our analyses. 

There were some minor differences in characteristics of the 111 
participants with the different viruses (Table 1a). Overall, 2496 of 
participants had a measured fever >37.8 °C, with patients with influ- 
enza more than twice as likely than patients infected with coronavi- 
rus and rhinovirus to have a measured fever. Coronavirus-infected 
participants coughed the most with an average of 17 (s.d.— 30) 
coughs during the 30-min exhaled breath collection. The profiles 
of the participants randomized to with-mask versus without-mask 
groups were similar (Supplementary Table 1). 

We tested viral shedding (in terms of viral copies per sample) 
in nasal swabs, throat swabs, respiratory droplet samples and aero- 
sol samples and compared the latter two between samples collected 
with or without a face mask (Fig. 1). On average, viral shedding was 
higher in nasal swabs than in throat swabs for each of coronavi- 
rus (median 8.1 log, virus copies per sample versus 3.9), influenza 
virus (6.7 versus 4.0) and rhinovirus (6.8 versus 3.3), respectively. 
Viral RNA was identified from respiratory droplets and aerosols 
for all three viruses, including 3096, 2696 and 2896 of respiratory 
droplets and 4096, 3596 and 5696 of aerosols collected while not 
wearing a face mask, from coronavirus, influenza virus and rhino- 
virus-infected participants, respectively (Table 1b). In particular for 
coronavirus, we identified OC43 and HKUI from both respiratory 
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Table 1a | Characteristics of individuals with symptomatic coronavirus, influenza virus or rhinovirus infection 











All who provided exhaled breath Coronavirus Influenza virus Rhinovirus 
(n=246) (n=17) (n= 43) (n=54) 
n(%) n(%) n(%) n(%) 
Female 144 (59) 13 (76) 22 (51) 30 (56) 
Age group, years 
11-17 2S5) O (0) 8 (19) 4 (7) 
18-34 114 (46) 10X52) 11 (26) 24 (44) 
35-50 79/092) 2 (12) 16 (37) IZD 
51-64 35 (14) 4 (24) 8 (19) S 
2 65 6 (2) iG) O (0) 3 (6) 
Chronic medical conditions 
Any 49 (20) 5 (29) 5 (12) 10 (19) 
Respiratory 18 (7) O (0) 4 (9) 9 (99) 
Influenza vaccination 
Ever 94 (38) 6 (35) iGo) 20 (37) 
Current season 2) 2 (12) 12 2L C0) 
Previous season only 71(29) 4 (24) 14 (33) 16 (30) 
Ever smoker S103) 1(6) 6 (14) 6 (11) 
Time since illness onset, h 
«24 22 (9) O (0) 5 (12) 2 (4) 
24-48 100 (41) O63) E 25 (46) 
48-72 2s C) 8 (47) 18 (42) 20 (37) 
72-96 59 (16) O (0) 7 (16) 7 (13) 
History of measured fever >37.8 °C 58 (24) 3 18) 17 (40) 8 (15) 
Measured fever >37.8°C at presentation 36 (15) 2 (12) 18 (42) 2 (4) 
Measured body temperature (°C) at enrollment 36.8 (0.8) 36.9 (0.8) 37.4 (0.9) 36.6 (0.7) 
(mean, s.d.) 
Symptoms at presentation 
Fever 111 (45) 10 (59) 200 (65) 16 (30) 
Cough 198 (80) 15 (88) 40 (93) 44 (81) 
Sore throat 211 (86) 15 (88) 31 (72) 49 (91) 
Runny nose 200 (81) 17 (100) 36 (84) 48 (89) 
Headache 186 (76) 13 (76) 30 (70) 38 (70) 
Myalgia 176 (72) GAD 931 222) 34 (63) 
Phlegm 176 (72) PES 34 (79) 41 (76) 
Chest tightness 64 (26) 3 (18) 12 (28) e C17) 
Shortness of breath 103 (42) 6 (35) 14 (33) 25 (46) 
Chills 100 (41) 8 (47) 29 (67) 16 (30) 
Sweating 95 (39) 5 (29) 18 (42) 207) 
Fatigue 218 (89) 16 (94) 38 (88) 48 (89) 
Vomiting 19 (8) 2 (12) SI 2 (4) 
Diarrhea du 2 (12) T2) 6 (11) 
Number of coughs during exhaled breath collection 8 (14) 17 (30) 8 (11) 5 (9) 


(mean, s.d.) 


Seasonal coronavirus (n=17), seasonal influenza virus (n 2 43) and rhinovirus (n=54) infections were confirmed in individuals with acute respiratory symptoms by RT-PCR in any samples (nasal swab, 
throat swab, respiratory droplets and aerosols) collected. 


droplets and aerosols, but only identified NL63 from aerosols and masks, respectively, but did not detect any virus in respiratory drop- 
not from respiratory droplets (Supplementary Table 2 and Extended lets or aerosols collected from participants wearing face masks, this 
Data Fig. 3). difference was significant in aerosols and showed a trend toward 

We detected coronavirus in respiratory droplets and aerosolsin3 reduced detection in respiratory droplets (Table 1b). For influenza 
of 10 (30%) and 4 of 10 (40%) of the samples collected without face virus, we detected virus in 6 of 23 (26%) and 8 of 23 (35%) of the 
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Coronavirus 


Virus copies per sample 


GP" 


Virus copies per sample 


Virus copies per sample 
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Fig. 1| Efficacy of surgical face masks in reducing respiratory virus shedding in respiratory droplets and aerosols of symptomatic individuals 

with coronavirus, influenza virus or rhinovirus infection. a-c, Virus copies per sample collected in nasal swab (red), throat swab (blue) and respiratory 
droplets collected for 30min while not wearing (dark green) or wearing (light green) a surgical face mask, and aerosols collected for 30min while not 
wearing (brown) or wearing (orange) a face mask, collected from individuals with acute respiratory symptoms who were positive for coronavirus (a), 
influenza virus (b) and rhinovirus (c), as determined by RT-PCR in any samples. P values for mask intervention as predictor of log; virus copies per 
sample in an unadjusted univariate Tobit regression model which allowed for censoring at the lower limit of detection of the RT-PCR assay are shown, 
with significant differences in bold. For nasal swabs and throat swabs, all infected individuals were included (coronavirus, n=17; influenza virus, n243; 
rhinovirus, n=54). For respiratory droplets and aerosols, numbers of infected individuals who provided exhaled breath samples while not wearing or 
wearing a surgical face mask, respectively were: coronavirus (n=10 and 11), influenza virus (n=23 and 28) and rhinovirus (n=36 and 32). A subset 

of participants provided exhaled breath samples for both mask interventions (coronavirus, n=4; influenza virus, n=8; rhinovirus, n=14). The box 

plots indicate the median with the interquartile range (lower and upper hinge) and +1.5xinterquartile range from the first and third quartile (lower and 


upper whiskers). 
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Table 1b | Efficacy of surgical face masks in reducing respiratory virus frequency of detection and viral shedding in respiratory 
droplets and aerosols of symptomatic individuals with coronavirus, influenza virus or rhinovirus infection 


Droplet particles >5 pm 


Aerosol particles <5 jum 





Virus type Without surgical face mask With surgical face mask 


P Without surgical face mask With surgical face mask P 





Detection of virus 


No. positive/no. total (%) No. positive/no. total (%) 


Coronavirus 3 of 10 (30) O of 11 (0) 
Influenza virus 6 of 23 (26) 1of 27 (4) 
Rhinovirus 9 of 32 (28) 6 of 27 (22) 
Viral load (log, virus copies per sample) 
Median (IQR) Median (IQR) 
Coronavirus REER 2) O13 (013703) 
Influenza virus 0.3 (0.3, 1.1) 0.3 (0.3, 0.3) 
Rhinovirus (0.3) (0h 3), ILS) 03030) 


No. positive/no. total (%) No. positive/no. total (%) 


0.09  4of10 (40) O of 11 (0) 0.04 

0.04 8of 23 (35) 6 of 27 (22) 0.36 

0.77 19 of 34 (56) 12 0f 32 (38) 0.15 
Median (IQR) Median (IQR) 

0.07 0.3 (0.3, 3.3) 0.3 (0.3, 0.3) 0.02 

0.01 0.3 (0.3, 3.0) 0.3 (0.3, 0.3) 0.26 

0.44 1.8 (0.3, 2.8) 0303 24) 0.12 





P values for comparing the frequency of respiratory virus detection between the mask intervention were obtained by two-sided Fisher's exact test and (two-sided) P values for mask intervention as 


predictor of log,, virus copies per sample were obtained by an unadjusted univariate Tobit regression model, which allowed for censoring at the lower limit of detection of the RT-PCR assay, with significant 
differences in bold. Undetectable values were imputed as 0.3 log} virus copies per sample. IQR, interquartile range. 


respiratory droplet and aerosol samples collected without face 
masks, respectively. There was a significant reduction by wearing 
face masks to 1 of 27 (4%) in detection of influenza virus in respira- 
tory droplets, but no significant reduction in detection in aerosols 
(Table 1b). Moreover, among the eight participants who had influ- 
enza virus detected by RT-PCR from without-mask aerosols, five 
were tested by viral culture and four were culture-positive. Among 
the six participants who had influenza virus detected by RT-PCR 
from with-mask aerosols, four were tested by viral culture and two 
were culture-positive. For rhinovirus, there were no significant dif- 
ferences between detection of virus with or without face masks, both 
in respiratory droplets and in aerosols (Table 1b). Conclusions were 
similar in comparisons of viral shedding (Table 1b). In addition, 
we found a significant reduction in viral shedding (Supplementary 
Table 2) in respiratory droplets for OC43 (Extended Data Fig. 4) 
and influenza B virus (Extended Data Fig. 5) and in aerosols for 
NL63 (Extended Data Fig. 4). 

We identified correlations between viral loads in different 
samples (Extended Data Figs. 6-8) and some evidence of declines 
in viral shedding by time since onset for influenza virus but not 
for coronavirus or rhinovirus (Extended Data Fig. 9). In univari- 
able analyses of factors associated with detection of respiratory 
viruses in various sample types, we did not identify significant 
association in viral shedding with days since symptom onset 
(Supplementary Table 3) for respiratory droplets or aerosols 
(Supplementary Tables 4-6). 

A subset of participants (72 of 246, 2996) did not cough at all dur- 
ing at least one exhaled breath collection, including 37 of 147 (2596) 
during the without-mask and 42 of 148 (2896) during the with-mask 
breath collection. In the subset for coronavirus (n —4), we did not 
detect any virus in respiratory droplets or aerosols from any partici- 
pants. In the subset for influenza virus (n —9), we detected virus in 
aerosols but not respiratory droplets from one participant. In the 
subset for rhinovirus (n 2 17), we detected virus in respiratory drop- 
lets from three participants, and we detected virus in aerosols in five 
participants. 


Discussion 

Our results indicate that aerosol transmission is a potential mode 
of transmission for coronaviruses as well as influenza viruses and 
rhinoviruses. Published studies detected respiratory viruses ^'* such 
as influenza ^"^ and rhinovirus'? from exhaled breath, and the detec- 
tion of SARS-CoV” and MERS-CoV from air samples (without 
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size fractionation) collected from hospitals treating patients with 
severe acute respiratory syndrome and Middle East respiratory 
syndrome, but ours demonstrates detection of human seasonal 
coronaviruses in exhaled breath, including the detection of OC43 
and HKUI from respiratory droplets and NL63, OC43 and HKUI 
from aerosols. 

Our findings indicate that surgical masks can efficaciously reduce 
the emission of influenza virus particles into the environment in 
respiratory droplets, but not in aerosols". Both the previous and 
current study used a bioaerosol collecting device, the Gesundheit-II 
(G-II) ^'^", to capture exhaled breath particles and differentiated 
them into two size fractions, where exhaled breath coarse particles 
>5m (respiratory droplets) were collected by impaction with a 
5-um slit inertial Teflon impactor and the remaining fine particles 
«5 um (aerosols) were collected by condensation in buffer. We also 
demonstrated the efficacy of surgical masks to reduce coronavi- 
rus detection and viral copies in large respiratory droplets and in 
aerosols (Table 1b). This has important implications for control of 
COVID-19, suggesting that surgical face masks could be used by ill 
people to reduce onward transmission. 

Among the samples collected without a face mask, we found that 
the majority of participants with influenza virus and coronavirus 
infection did not shed detectable virus in respiratory droplets or 
aerosols, whereas for rhinovirus we detected virus in aerosols in 19 
of 34 (5696) participants (compared to 4 of 10 (4096) for coronavi- 
rus and 8 of 23 (3596) for influenza). For those who did shed virus 
in respiratory droplets and aerosols, viral load in both tended to be 
low (Fig. 1). Given the high collection efficiency of the G-II (ref. °) 
and given that each exhaled breath collection was conducted for 
30 min, this might imply that prolonged close contact would be 
required for transmission to occur, even if transmission was primar- 
ily via aerosols, as has been described for rhinovirus colds”. Our 
results also indicate that there could be considerable heterogene- 
ity in contagiousness of individuals with coronavirus and influenza 
virus infections. 

The major limitation of our study was the large proportion of 
participants with undetectable viral shedding in exhaled breath 
for each of the viruses studied. We could have increased the sam- 
pling duration beyond 30 min to increase the viral shedding being 
captured, at the cost of acceptability in some participants. An 
alternative approach would be to invite participants to perform 
forced coughs during exhaled breath collection". However, it was 
the aim of our present study to focus on recovering respiratory 
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virus in exhaled breath in a real-life situation and we expected that 
some individuals during an acute respiratory illness would 
not cough much or at all. Indeed, we identified virus RNA in a 
small number of participants who did not cough at all during 
the 30-min exhaled breath collection, which would suggest drop- 
let and aerosol routes of transmission are possible from individu- 
als with no obvious signs or symptoms. Another limitation is that 
we did not confirm the infectivity of coronavirus or rhinovirus 
detected in exhaled breath. While the G-II was designed to preserve 
viability of viruses in aerosols, and in the present study we were able 
to identify infectious influenza virus in aerosols, we did not attempt 
to culture coronavirus or rhinovirus from the corresponding aero- 
sol samples. 
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Methods 


Study design. Participants were recruited year-round from March 2013 through May 
2016 in a general outpatient clinic of a private hospital in Hong Kong. As routine 
practice, clinic staff screened all individuals attending the clinics for respiratory and 
any other symptoms regardless of the purpose of the visit at triage. Study staff then 
approached immediately those who reported at least one of the following symptoms 
of ARI for further screening: fever >37.8°C, cough, sore throat, runny nose, 
headache, myalgia and phlegm. Individuals who reported 22 ARI symptoms, within 
3d of illness onset and >11 years of age were eligible to participate. After explaining 
the study to and obtaining informed consent from the participants, a rapid influenza 
diagnostic test, the Sofia Influenza A+B Fluorescent Immunoassay Analyzer (cat. 
no. 20218, Quidel), was used to identify influenza A or B virus infection as an 
incentive to participate. All participants provided a nasal swab for the rapid test 
and an additional nasal swab and a separate throat swab for subsequent virologic 
confirmation at the laboratory. All participants also completed a questionnaire to 
record basic information including age, sex, symptom severity, medication, medical 
conditions and smoking history. In the first phase of the study from March 2013 to 
February 2014 (‘Influenza Study’), the result of the rapid test was used to determine 
eligibility for further participation in the study and exhaled breath collection, whereas 
in the second phase of the study from March 2014 to May 2016 (‘Respiratory Virus 
Study’), the rapid test did not affect eligibility. Eligible participants were then invited 
to provide an exhaled breath sample for 30 min in the same clinic visit. 

Before exhaled breath collection, each participant was randomly allocated in 
a 1:1 ratio to either wearing a surgical face mask (cat. no. 62356, Kimberly-Clark) 
or not during the collection. To mimic the real-life situation, under observation by 
the study staff, participants were asked to attach the surgical mask themselves, but 
instruction on how to wear the mask properly was given when the participant wore 
the mask incorrectly. Participants were instructed to breathe as normal during 
the collection, but (natural) coughing was allowed and the number of coughs was 
recorded by study staff. Participants were then invited to provide a second exhaled 
breath sample of the alternate type (for example if the participant was first assigned 
to wearing a mask they would then provide a second sample without a mask), 
but most participants did not agree to stay for a second measurement because 
of time constraints. Participants were compensated for each 30-min exhaled 
breath collection with a supermarket coupon worth approximately US$30 and all 
participants were gifted a tympanic thermometer worth approximately US$20. 


Ethical approval. Written informed consent was obtained from all participants 
>18 years of age and written informed consent was obtained from parents or 
legal guardians of participants 11-17 years of age in addition to their own written 
informed consent. The study protocol was approved by the Institutional Review 
Board of The University of Hong Kong and the Clinical and Research Ethics 
Committee of Hong Kong Baptist Hospital. 


Collection of swabs and exhaled breath particles. Nasal swabs and throat swabs 
were collected separately, placed in virus transport medium, stored and transported to 
the laboratory at 2-8?C and the virus transport medium was aliquoted and stored 

at —70°C until further analysis. Exhaled breath particles were captured and differ- 
entiated into two size fractions, the coarse fraction containing particles with aerody- 
namic diameter >5 pum (referred to here as ‘respiratory droplets), which included 
droplets up to approximately 100 um in diameter and the fine fraction with particles 
«5 um (referred to here as ‘aerosols’) by the G-II bioaerosol collecting device". 

In the G-II device, exhaled breath coarse particles >5 um were collected by a 5-um 
slit inertial Teflon impactor and the remaining fine particles <5 um were condensed 
and collected into approximately 170 ml of 0.196 BSA/PBS. Both the impactor and the 
condensate were stored and transported to the laboratory at 2-8?C. The virus on the 
impactor was recovered into 1 ml and the condensate was concentrated into 2 ml of 
0.1% BSA/PBS, aliquoted and stored at —70?C until further analysis. In a validation 
study, the G-II was able to recover over 85% of fine particles 70.05 um in size and had 
comparable collection efficiency of influenza virus as the SKC BioSampler’”. 


Laboratory testing. Samples collected from the two studies were tested at the same 
time. Nasal swab samples were first tested by a diagnostic-use viral panel, xTAG 
Respiratory Viral Panel (Abbott Molecular) to qualitatively detect 12 common 
respiratory viruses and subtypes including coronaviruses (NL63, OC43, 229E and 
HKU1), influenza A (nonspecific, H1 and H3) and B viruses, respiratory syncytial 
virus, parainfluenza virus (types 1-4), adenovirus, human metapneumovirus and 
enterovirus/rhinovirus. After one or more of the candidate respiratory viruses 

was detected by the viral panel from the nasal swab, all the samples from the same 
participant (nasal swab, throat swab, respiratory droplets and aerosols) were then 
tested with RT-PCR specific for the candidate virus(es) for determination of virus 
concentration in the samples. Infectious influenza virus was identified by viral 
culture using MDCK cells as described previously", whereas viral culture was not 
performed for coronavirus and rhinovirus. 


Statistical analyses. The primary outcome of the study was virus generation rate 
in tidal breathing of participants infected by different respiratory viruses and the 
efficacy of face masks in preventing virus dissemination in exhaled breath, separately 
considering the respiratory droplets and aerosols. The secondary outcomes were 
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correlation between viral shedding in nose swabs, throat swabs, respiratory droplets 
and aerosols and factors affecting viral shedding in respiratory droplets and aerosols. 
We identified three groups of respiratory viruses with the highest frequency of 
infection as identified by RT-PCR, namely coronavirus (including NL63, OC43, 
HKUI and 229E), influenza virus and rhinovirus, for further statistical analyses. We 
defined viral shedding as log,, virus copies per sample and plotted viral shedding in 
each sample (nasal swab, throat swab, respiratory droplets and aerosols); the latter 
two were stratified by mask intervention. As a proxy for the efficacy of face masks 
in preventing transmission of respiratory viruses via respiratory droplet and aerosol 
routes, we compared the respiratory virus viral shedding in respiratory droplet and 
aerosol samples between participants wearing face masks or not, by comparing the 
frequency of detection with a two-sided Fisher's exact test and by comparing viral 
load (defined as log; virus copies per sample) by an unadjusted univariate Tobit 
regression model, which allowed for censoring at the lower limit of detection of the 
RT-PCR assay. We also used the unadjusted univariate Tobit regression to investigate 
factors affecting viral shedding in respiratory droplets and aerosols without mask use, 
for example age, days since symptom onset, previous influenza vaccination, current 
medication and number of coughs during exhaled breath collection. We investigated 
correlations between viral shedding in nasal swab, throat swab, respiratory droplets 
and aerosols with scatter-plots and calculated the Spearman's rank correlation 
coefficient between any two types of samples. We imputed 0.3 log; virus copies mI! 
for undetectable values before transformation to log,, virus copies per sample. All 
analyses were conducted with R v.3.6.0 (ref. ^) and the VGAM package v.1.1.1 (ref. ^). 


Reporting Summary. Further information on research design is available in the 
Nature Research Reporting Summary linked to this article. 


Data availability 

Anonymized raw data and R syntax to reproduce all the analyses, figures, tables 
and supplementary tables in the published article are available at: https://doi. 
org/10.5061/dryad.w9ghx3fkt. 
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Influenza study: Respiratory virus study: 
Provide exhaled breath if positive for influenza Provide exhaled breath regardless of the result of 
rapid diagnostic test on nasal swab the influenza rapid diagnostic test on nasal swab 
(March 2013 to February 2014) (March 2014 to May 2016) 


1,374 screened for ARI symptoms 1,989 screened for ARI symptoms 
416 (30%) met inclusion criteria 769 (39%) met inclusion criteria 


188 (45%) enrolled and tested with 209 (27%) enrolled and tested with 
influenza rapid diagnostic test influenza rapid diagnostic test 


















26 (1296) were influenza rapid test 
positive 


41 (22%) were influenza rapid test 183 (88%) were influenza rapid test 
positive negative 


147 (78%) were influenza rapid test 
negative 


26 (100%) provided nasal, throat 
swab and exhaled breath samples 


1 (1%) provided nasal, throat swab 
and exhaled breath samples 


37 (90%) provided nasal, throat 182 (99%) provided nasal, throat 
swab and exhaled breath samples swab and exhaled breath samples 


246 provided nasal, throat swab 
and exhaled breath samples 





Randomization 


122 (50%) allocated to provide 124 (50%) allocated to provide 
exhaled breath samples without exhaled breath samples while 
wearing facemask wearing facemask 


120 (98%) provided exhaled breath 1 (1%) provided exhaled breath 2 (2%) provided exhaled breath 123 (99%) provided exhaled breath 
samples without wearing facemask samples without wearing facemask samples while wearing facemask samples while wearing facemask 


26 (21%) provided additional 23 (19%) provided additional 
exhaled breath samples without exhaled breath samples while 
wearing facemask wearing facemask 


147 provided exhaled breath samples without wearing facemask 148 provided exhaled breath samples while wearing facemask 


75 (51%) were infected by > 1 respiratory virus as determined by PCR in any 77 (52%) were infected by > 1 respiratory virus as determined by PCR in any 
collected samples collected samples 





Including (co-infection inclusive): 
10 (7%) by human coronavirus (HCoV) 


Including (co-infection inclusive): 
l 11 (796) by human coronavirus (HCoV) 


- 3 (2*4) by HCoV-NL63 |. 5 (3%) by HCoV-NL63 
- 1(1%) by HCoV-229E 1 - 0 (0%) by HCoV-229E 
- 3 (2%) by HCoV-OC43 |- 4 (3%) by HCoV-OC43 


l- 4(390) by HCoV-HKUI 

I 23 (16%) by influenza virus 

|- 19(13%) by influenza A virus 

| - 6 (4%) by influenza B virus 

| 36 (24%) by rhinovirus 

| 3 (2%) by human metapneumovirus 
3 (2%) by parainfluenza virus 2 (1%) by parainfluenza virus 
2 (1%) by respiratory syncytial virus (RSV) l 0 (0%) by respiratory syncytial virus (RSV) 


l 1 (1%) by adenovirus i 1 (1%) by adenovirus 


| - 2(1%) by HCoV-HKUI 
| 28 (19%) by influenza virus 
|- 19(13976) by influenza A virus 
p- 10 (776) by influenza B virus 
32 (22%) by rhinovirus 
4 (3%) by human metapneumovirus 


Extended Data Fig. 1 | Participant enrolment, randomization of mask intervention and identification of respiratory virus infection. 
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Influenza study Respiratory virus study 
10 
B Coronavirus 
Œ Influenza virus 
| EJ Rhinovirus 
© Other respiratory viruses 
O Negative 
Number of 5 
infection | | 
| | 
I i 1 | Igi lil I 
ll I I || i | E Iu | 
: | | a T RBT T Ili 
J'A' S'O'N'DiIJ F'M'AM'J'J' A'S'O ND|J'F'MA'M'J'JA'S'O'ND|J' FIM! AM 
2013 2014 2015 2016 


Extended Data Fig. 2 | Weekly number of respiratory virus infections identified by RT-PCR in symptomatic individuals who had provided exhaled breath 
samples (respiratory droplets and aerosols) during the study period. Blue, coronavirus; red, influenza virus; yellow, rhinovirus; green, other respiratory 
viruses including human metapneumovirus, parainfluenza virus, respiratory syncytial virus and adenovirus; white, no respiratory virus infection identified. 


NATURE MEDICINE | www.nature.com/naturemedicine 


BRIEF: COMMUNICATION NATURE MEDICINE 


a b 


" Nasal swab Throat swab 
10^ 10'9 
o «9 i er e TT 2 
Q ! e? H eo 
E iot oe oe oo MT E 10° — 
AS) e - e o L wd AS) er e T e 
a 6 S 6 od? H i E 6 ° : ° i E d ° dn 
D + , D l i R ° 
& 10 e Se e & 10 .? ° i a 4 
” E eX z ” ee 
o 4 e € , o 4 e l o 3* e 
Qa 1 0 o 6 H e eo. 1 0 l %e ee 
8 9 ex e ° : : L 
= 10 "E 2 10 - iP 
> = 
1 0° e L o 1 0° e e o a @e- e eee e» 
TT LTT — LTT T= 
Coronavirus Coronavirus Coronavirus Influenza Influenza Coronavirus Coronavirus Coronavirus Influenza Influenza 
NL63 OCA43 HKU1 A virus B virus NL63 OCA43 HKU1 A virus B virus 
Respiratory virus Respiratory virus 
C l d 
Droplet particles > 5 um Aerosol particles < 5 um 
10" 1079 
© © 
D u Q a8 
E 10 E 10 
(Q (Q 
o o 
x 6 - 6 
9 10 & 10 e- 
o o e. T e e. Ñ 
„2 4 2 4 : P 
e 1 0 e — = 1 0 e. T e ° 
o Y = P i ° o ' é x 
o 2 | o o 2 ' 1 d = 
g 10 g E 10 3 : ! 
s Zr 5 J aul 
0 ee 9 — e L ee oe | o o ema = ee e» 0 a + e e ee oe 6 6 coe ee e 
10 10 
———T 0M ———T TTT 
Coronavirus Coronavirus Coronavirus Influenza Influenza Coronavirus Coronavirus Coronavirus Influenza Influenza 
NL63 OCA43 HKU1 A virus B virus NL63 OCA43 HKU1 A virus B virus 
Respiratory virus Respiratory virus 


Extended Data Fig. 3 | Respiratory virus shedding in (a) nasal swab, (b) throat swab, (c) respiratory droplets and (d) aerosols in symptomatic 
individuals with coronavirus NL63, coronavirus OC43, coronavirus HKU1, influenza A and influenza B virus infection. For nasal swabs and throat swabs, 
all infected individuals identified by RT-PCR in any collected samples were included: coronavirus NL63 (n= 8), coronavirus OC43 (n=5), coronavirus 
HKU1 (n= 4), influenza A virus (n= 31) and influenza B virus (n 214). For respiratory droplets and aerosols, only infected individuals who provided 
exhaled breath samples while not wearing a surgical face mask were included: coronavirus NL63 (n — 3), coronavirus OC43 (n=3), coronavirus HKU1 

(n 4), influenza A virus (n=19) and influenza B virus (n= 6). The box plots indicate the median with the interquartile range (lower and upper hinge) and 
+1.5x interquartile range from the first and third quartile (lower and upper whisker). Dark blue, coronavirus NL63; light blue, coronavirus OC43; brown, 
coronavirus HKU}; red, influenza A virus; orange, influenza B virus. 
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Extended Data Fig. 4 | See next page for caption. 
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Extended Data Fig. 4 | Efficacy of surgical face masks in reducing respiratory virus shedding in respiratory droplets and aerosols of symptomatic 
individuals with seasonal coronaviruses including (a) coronavirus NL63, (b) coronavirus OC43 and (c) coronavirus HKUT. The figure shows the virus 
copies per sample collected in nasal swab (red), throat swab (blue), respiratory droplets collected for 30 min while not wearing (dark green) or wearing 
(light green) a surgical face mask and aerosols collected for 30 min while not wearing (brown) or wearing (orange) a face mask, collected from individuals 
with acute respiratory symptoms who were positive for coronavirus NL63, coronavirus OC43 and coronavirus HKU1 as determined by RT-PCR in any 
samples. P values for mask intervention as predictor of log; virus copies per sample in an unadjusted univariate Tobit regression model which allowed for 
censoring at the lower limit of detection of the RT-PCR assay are shown, with significant differences in bold. For nasal swabs and throat swabs, all infected 
individuals were included (coronavirus NL63, n=8; coronavirus OC43, n — 5; coronavirus HKU1, n — 4). For respiratory droplets and aerosols, numbers 

of infected individuals who provided exhaled breath samples while not wearing or wearing a surgical face mask, respectively were: coronavirus NL63 

(n —3 and 5), coronavirus OC43 (n —3 and 4), coronavirus HKU1 (n — 4 and 2). A subset of participants provided exhaled breath samples for both mask 
interventions (coronavirus NL63, n=O; coronavirus OC43, n 22; coronavirus HKUI, n 2 2). 
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Extended Data Fig. 5 | Efficacy of surgical face masks in reducing respiratory virus shedding in respiratory droplets and aerosols of symptomatic 
individuals with seasonal influenza viruses including (a) influenza A and (b) influenza B virus. The figure shows the virus copies per sample collected in 
nasal swab (red), throat swab (blue), respiratory droplets collected for 30 min while not wearing (dark green) or wearing (light green) a surgical face mask 
and aerosols collected for 30 min while not wearing (brown) or wearing (orange) a face mask, collected from individuals with acute respiratory symptoms 
who were positive for influenza A and influenza B virus as determined by RT-PCR in any samples. P values for mask intervention as predictor of log;s virus 
copies per sample in an unadjusted univariate Tobit regression model which allowed for censoring at the lower limit of detection of the RT-PCR assay are 
shown, with significant differences in bold. For nasal swabs and throat swabs, all infected individuals were included (influenza A virus, n 2 31; influenza B 
virus, n 214). For respiratory droplets and aerosols, numbers of infected individuals who provided exhaled breath samples while not wearing or wearing a 
surgical face mask, respectively were: influenza A virus (n=19 and 19), influenza B virus (n — 6 and 10). A subset of participants provided exhaled breath 
samples for both mask interventions (influenza A virus, n — 7; influenza B virus, n— 2). 
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Extended Data Fig. 6 | Correlation of coronavirus viral shedding between different samples (nasal swab, throat swab, respiratory droplets and aerosols) 
in symptomatic individuals with seasonal coronavirus infection. For nasal swabs and throat swabs, all infected individuals were included (n — 17). For 
respiratory droplets and aerosols, only infected individuals who provided exhaled breath samples while not wearing a surgical face mask were included 

(n 10). r, the Spearman's rank correlation coefficient. 
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respiratory droplets and aerosols, only infected individuals who provided exhaled breath samples while not wearing a surgical face mask were included 
(n= 23). r, the Spearman's rank correlation coefficient. 
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Extended Data Fig. 8 | Correlation of rhinovirus viral shedding between different samples (nasal swab, throat swab, respiratory droplets and aerosols) 
in symptomatic individuals with rhinovirus infection. For nasal swabs and throat swabs, all infected individuals were included (n= 54). For respiratory 
droplets and aerosols, only infected individuals who provided exhaled breath samples while not wearing a surgical face mask were included (n =36). r, the 
Spearman's rank correlation coefficient. 
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Extended Data Fig. 9 | See next page for caption. 
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Extended Data Fig. 9 | Respiratory virus shedding in respiratory droplets and aerosols stratified by days from symptom onset for (a) coronavirus, (b) 
influenza virus or (c) rhinovirus. The figures shows the virus copies per sample collected in nasal swab (red), throat swab (blue), respiratory droplets 
(dark green) and aerosols (brown) collected for 30 min while not wearing a surgical face mask, stratified by the number of days from symptom onset on 
which the respiratory droplets and aerosols were collected. For nasal swabs and throat swabs, all infected individuals were included (coronavirus, n 2 17; 
influenza virus, n = 43; rhinovirus, n = 54). For respiratory droplets and aerosols, numbers of infected individuals who provided exhaled breath samples 
while not wearing or wearing a surgical face mask, respectively were: coronavirus (n=10 and 11), influenza virus (n =23 and 28), rhinovirus (n =36 and 
32). A subset of participants provided exhaled breath samples for both mask interventions (coronavirus, n = 4; influenza virus, n=8; rhinovirus, n — 14). 
The box plots indicate the median with the interquartile range (lower and upper hinge) and x 1.5 x interquartile range from the first and third quartile 
(lower and upper whisker). 
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in reporting. For further information on Nature Research policies, see Authors & Referees and the Editorial Policy Checklist. 


Statistics 


For all statistical analyses, confirm that the following items are present in the figure legend, table legend, main text, or Methods section. 
n/a | Confirmed 

|] The exact sample size (n) for each experimental group/condition, given as a discrete number and unit of measurement 

|] A statement on whether measurements were taken from distinct samples or whether the same sample was measured repeatedly 


[] The statistical test(s) used AND whether they are one- or two-sided 
Only common tests should be described solely by name; describe more complex techniques in the Methods section. 


M A description of all covariates tested 
L| A description of any assumptions or corrections, such as tests of normality and adjustment for multiple comparisons 


E A full description of the statistical parameters including central tendency (e.g. means) or other basic estimates (e.g. regression coefficient) 
AND variation (e.g. standard deviation) or associated estimates of uncertainty (e.g. confidence intervals) 


E For null hypothesis testing, the test statistic (e.g. F, t, r) with confidence intervals, effect sizes, degrees of freedom and P value noted 
Give P values as exact values whenever suitable. 


| | For Bayesian analysis, information on the choice of priors and Markov chain Monte Carlo settings 
| | For hierarchical and complex designs, identification of the appropriate level for tests and full reporting of outcomes 


| | Estimates of effect sizes (e.g. Cohen's d, Pearson's r), indicating how they were calculated 


Our web collection on statistics for biologists contains articles on many of the points above. 





Software and code 


Policy information about availability of computer code 


Data collection No software was used. 


Data analysis All analyses were conducted with R version 3.6.0 and the VGAM package 1.1.1. 


For manuscripts utilizing custom algorithms or software that are central to the research but not yet described in published literature, software must be made available to editors/reviewers. 
We strongly encourage code deposition in a community repository (e.g. GitHub). See the Nature Research guidelines for submitting code & software for further information. 
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All manuscripts must include a data availability statement. This statement should provide the following information, where applicable: 


- Accession codes, unique identifiers, or web links for publicly available datasets 
- A list of figures that have associated raw data 
- A description of any restrictions on data availability 


Anonymized raw data and R syntax to reproduce all the analyses, figures, tables and supplementary tables in the published article are available at: [Dryad link 
pending]. 
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Life sciences study design 


All studies must disclose on these points even when the disclosure is negative. 


Sample size We estimated a priori the sample size to be 300 participants. The primary outcome of the study was the reduction in the exhaled virus 
concentration of normal tidal breathing by wearing face mask in terms of total virus by RT-PCR as a proxy for infectious virus particle. We 
expected that a 1-log reduction in exhaled virus particle by face mask intervention would have a clinically relevant effect in reducing the 
probability of transmission. Except for influenza, there was no quantitative data available from exhaled breath samples from respiratory virus- 
infected individuals before the present study. If the standard deviation of exhaled virus concentration was 1 log copies/ml (Milton et al., PLoS 
Pathog 2013), we would detect a difference of »1 log copies/ml in the mask vs control group as long as we have »15 participants with a 
specific respiratory virus. For example, if our study included 23 participants with rhinovirus detectable in exhaled breath without a mask, we 
will have 8096 power and 0.05 significance level to identify differences in viral shedding in aerosols of 1.28 log10 copies associated with the 
use of face masks, assuming a standard deviation of 1.54 log10 copies based on data from nasal and throat swab (Lu et al., J Clin Microbiol 
2008). We expected from 300 individuals with ARI, at least 150 to have a respiratory virus, and at least 20-30 to have each of rhinovirus, 
coronavirus, adenovirus and parainfluenza plus small numbers of other respiratory viruses, assuming the Viral Panel would detect respiratory 
viruses in 6096 of participants including 1096 by influenza (since we partly recruited during the influenza seasons) and the other 5096 made up 
of rhinovirus, coronavirus, adenovirus and parainfluenza virus. 
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Data exclusions As described in the Results section and Supplementary Figure 1, only participants who provided exhaled breath samples and randomized to 
mask intervention were included; and final analyses were performed only for participants with either coronavirus, influenza virus or rhinovirus 
infection, which had sufficient sample size for comparison between mask intervention. 


Replication Samples from a subset of participants identified with a coronavirus, influenza or rhinovirus infection were re-tested by RT-PCR with consistent 
results. R syntax is available to reproduce all the analyses, figures, tables and supplementary tables in the published article. 


Randomization Prior to the exhaled breath collection, each participant was randomly allocated in a 1:1 ratio to either wearing a surgical face mask or not 
during the exhaled breath collection using a computer-generated sequence. The allocation was concealed to the study stuff performing the 
exhaled breath collection before allocation of the mask intervention. 


Blinding Blinding to the participant and the study stuff for the mask intervention was not possible. The study staff performing the statistical analyses 
was also involved in the data collection. We expected there would be minimal bias due to unblinding since data collection for questionnaires 
was done before randomization to mask intervention, and viral load from a sample measured by RT-PCR is an objective measurement. 


Reporting for specific materials, systems and methods 


We require information from authors about some types of materials, experimental systems and methods used in many studies. Here, indicate whether each material, 
system or method listed is relevant to your study. If you are not sure if a list item applies to your research, read the appropriate section before selecting a response. 
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Policy information about cell lines 


Cell line source(s) Madin-Darby Canine Kidney (MDCK) cells 
Authentication European Collection of Authenticated Cell Cultures. 
Mycoplasma contamination We confirm that all cell lines tested negative for mycoplasma contamination. 
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Human research participants 


Policy information about studies involving human research participants 


Population characteristics 


Recruitment 


Ethics oversight 


As described in the Results section, Table 1a and Supplementary Table 1, there were some differences in characteristics of 
participants with the different viruses. Overall, most participants were younger adults and 596 were age 11-17 years, but there 
were more children with influenza virus and no children in the subgroup with coronavirus infection. Overall, 5996 were female, 
but there were more females among the subgroup with coronavirus infection. The majority of participants did not have 
underlying medical conditions and overall 996 had received influenza vaccination for the current season but only 296 among those 
with influenza virus infection. The majority of participants were sampled within 24—48 or 48—72 hours of illness onset. 2496 of 
participants had a measured fever 237.89C, with influenza patients more than twice as likely than coronavirus and rhinovirus- 
infected patients to have a measured fever. Coronavirus-infected participants coughed the most with an average of 17 (SD 30) 
coughs during the 30-minute exhaled breath collection. The profile of the participants randomized to with-mask vs without-mask 
groups were similar. 


As described in the Methods section, participants were recruited year-round from March 2013 through May 2016 in a general 
outpatient clinic of a private hospital in Hong Kong. As routine practice, clinic staff screened all individuals attending the clinics 
for respiratory and any other symptoms regardless of the purpose of the visit at the triage. Study staff then approached 
immediately those who reported at least one of the following symptoms of acute respiratory illness (ARI) for further screening: 
fever237.89C, cough, sore throat, runny nose, headache, myalgia and phlegm. Individuals who reported 22 ARI symptoms, within 
3 days of illness onset and 211 years of age were eligible to participate. 


As described in the Methods section, the study protocol was approved by the Institutional Review Board of The University of 
Hong Kong and the Clinical and Research Ethics Committee of Hong Kong Baptist Hospital. 


Note that full information on the approval of the study protocol must also be provided in the manuscript. 


Clinical data 


Policy information about clinical studies 


All manuscripts should comply with the ICMJE guidelines for publication of clinical research and a completed CONSORT checklist must be included with all submissions. 


Clinical trial registration 


Study protocol 


Data collection 


Outcomes 


The present study was not registered in clinical trials registries, as it was a laboratory-based study of detection of viruses in 
exhaled breath and the effect of wearing surgical facemasks on virus detection. It was not a Phase II/III clinical trial. 


Not available in clinical trials registries (as above). Study protocol will be made available to editors and peer reviewers if 
requested. 


As described in the Methods section, participants were recruited year-round from March 2013 through March 2016 in a general 
outpatient clinic of a private hospital in Hong Kong. Data collection for questionnaires and exhaled breath sample collection was 
done face-to-face with the participant by trained study staff at the same clinic on the day of participant enrolment. 


As pre-specified in the study protocol, the primary outcomes of the study were the virus generation rate in the tidal breathing of 
participants infected by different respiratory viruses, and the efficacy of face mask in preventing virus dissemination in exhaled 
breath especially at the aerosol fraction. As pre-specified in the study protocol, one of the secondary outcomes was to provide 
indirect evidence for relative importance of different transmission routes of influenza and other respiratory viruses. In this 
regard, in the present manuscript we examined the correlation between viral shedding in nose swabs, throat swabs, respiratory 
droplets and aerosols, and factors affecting viral shedding in respiratory droplets and aerosols. As described in the Discussion 
section in the present manuscript about the limitation of our study, there was large proportion of participants with undetectable 
viral shedding in exhaled breath for each of the viruses studied, and therefore we were unable to examine the exhaled 
respiratory virus reduction proportion by chi-squared test, nor the exhaled respiratory virus reduction volume (i.e. viral load) by 
t-test and linear regression as pre-specified in the study protocol. Instead, we have used Fisher's exact test and Tobit regression 
for the same purposes respectively. 
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